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A  federal  court  has  granted  Los  Angeles  Department  of  W'ater  &  Power  the  right  to  cut 
the  number  of  defendants  named  in  damage  suits  filed  as  a  result  of  the  Philadelphia  antitrust 
cases.  l.ADW’&P’s  motion  was  first  heard  on  Sept.  19  and  was  continued  to  Oct.  10  to  give 
(ieneral  Electric  time  to  support  its  position  that  a  public  Irody  has  a  higher  duty  to  act 
reasonably  without  pure  caprice  than  an  individual.  (G-E  charged  that  some  of  the  defendants 
who  hatl  made  no  sales  to  Los  .\ngeles  would  be  kept  in  the  suits  while  others  making  sub¬ 
stantial  sales  would  be  dropped.  The  company  itself  tlitl  not  sell  Los  .Angeles  equipment 
in  three  of  five  cases  involved  during  the  critical  period.) 

The  judge  ruled  that  it  was  the  right  of  the  complainant  to  pick  defendants  in  the  case 
and  that  there  was  no  basis  in  the  ilistinction  between  publit  bmlies  and  private  individuals. 

Under  the  rule,  the  department  will  drop  as  defendants  .Moloney,  Wagner,  Kuhlman,  Federal 
Pacific,  1-T-E,  Sangamo,  B.  Chance,  H.  K.  Porter  and  Porcelain  Insulator.  Remaining  as 
defendants  are  (i-E,  Westinghouse,  .Allis-Chalmers,  .McGraw-Edison,  Lapp  and  Ohio  Brass. 

In  making  its  motion,  the  department  stated  that  it  wanted  to  make  a  “cleaner  cut,  tighter, 
less  complicated  suit.” 

The  decision  probably  will  not  quell  manulacturer  dissatislaction.  All  parties  to  a  con¬ 
spiracy  are  theoretically  equally  liable  for  damages,  but  some  manufacturers  have  expresseil 
the  belief  that  utilities  are  shortsighted  in  naming  nonsujrpliers.  In  the  Los  .Angeles  dispute, 
(;-E  was  supporteil  in  its  contentions  by  Westinghouse  and  .Allis-Chalmers.  .Some  of  the 
smaller  manufacturers  too  have  maintained  that  they  ilo  not  like  to  be  named  as  delendants 
by  utilities  whom  they  have  not  siq)plied. 


roui  suits  sc*eking  treble  damages  totaling  $7.8  million  irom  nine  electrical  suppliers  is 
sought  by  the  .Sacramento  .Municipal  lUility  District.  .S.MUD  officials  said  more  suits  will 
follow.  In  the  four  attions  filed  in  the  feileral  (ouri  at  .Satramento,  S.MUD  states  price  rig¬ 
ging  practices  (ost  the  utility  system  a  total  of  $2.«»  million,  mostly  from  1956  to  1960. 

SMUD  releaseil  the  following  breakdown  ol  the  treble  damages  total  it  seeks:  lor  distribu¬ 
tion  transformers,  $2.1  milli«)n;  power  transfo  iners,  $f. 8  million;  jxiwer  switchgear  assemftlies, 
.$900,000;  and  (irtiiit  fneakers,  $2.7  million. 

Defendants  in  the  S.MUD  suits  are  Westinghouse.  (i-E,  .\llis-(.halmers,  M  E,  Federal  Pacific. 
.McCiraw-Edison,  .Moloney,  Wagner  and  Kuhlman. 


Congressional  rejection  of  a  nudear  |x»wer  plant  at  Hanford  is  giving  some  impetus  to  a 
(formant  plan  to  put  the  state  in  the  power  business.  Washington  State  Power  Advisory  Board 
has  approved  Conservation  Director  Earl  C:oe’.s  pro|>osal  that  the  state  consider  financing  the 
$95  million  project  with  revenue  bonds. 

I  he  delunct  State  Power  Commission,  predecessor  to  the  Power  .\dvisory  Board,  had  author¬ 
ity  to  act  on  such  a  project  but  the  Ixtard  can  only  advise.  .New  enabling  legislation  wouUl 
fte  retjuired  if  the  8()0,009-kw  project  is  found  feasible. 

1  he  same  meeting  of  the  Itoard  heard  a  new  report  from  .Sol  E.  .Sdudt/,  manager  of  the 
(onsulting  engineering  firm  of  H.  Zinder  &  Asstniates,  on  a  projxtsed  steam-electric  generating 
plant  in  the  Cle  Elum  coalfield  area.  .Schultz  {troposed  a  5(M).(KM)  kw  plant,  rather  than  the 
2'>().(H)()  kw  plant  first  proposed  in  1958.  He  estimated  the  plant  could  deliver  “integrated 
power"  at  a  (ost  to  users  of  .1  to  .H.5  mills  per  kwh  rather  than  the  1.1- to  5-mill  cost  originallv 
cstitnated.  Fhe  plant  would  firm  up  secondary  |>ower  available  from  hydrogeneratiem. 
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WHAT'S  GOING  ON  IN  PCEA 
22nd  IN  A  SERIES 


BULLETIN: 


The  E  &  O  Section  is  on  the  Mark! 


Each  Discussion 
Group  has  been  assigned 
to  a  sponsor  who  formulates  a  tentative  program 
by  assembling  all  the  ideas  submitted  by  Associ¬ 
ation  members.  Those  subjects  which  are  of  the 
greate.st  interest  to  the  greatest  number  will  be 


The  Engineering  and 
Operating  Section  is 
geared  for  another 
stimulating,  productive 
year  with  sights  set  on 
the  Annual  Conference 
to  be  held  at  the  Sher- 
aton-Palace  Hotel,  San 
Francisco,  March  22  & 
23,  1962. 


Bv  H.  S.  Warren,  Rome  Cable  Division  of  ALCiOA; 
Chairman,  Engineering  and  Operating  Section,  PCEA. 


“boiled  down”  to  fit  the  allotted  conference  time. 

If  there  is  any  subject  which  you  would  like 
to  pre.sent  or  hear  discussed,  send  it  ivithout  delay 
to  either  of  the  Association’s  offices  indicated 
below,  and  it  will  be  turned  over  to  the  sponsor 
of  the  group  to  which  it  relates. 

Incidentally,  the  group  breakdown  is  as  follows: 
Engineering  Design,  Hydro  Generation,  Steam 
Generation,  Overhead  Transmission  and  Distri¬ 
bution,  Underground  Transmission  and  Distribu¬ 
tion,  Substation,  Meter,  System  Operations,  Com¬ 
munications,  and  Transportation. 

This  is  your  party.  Help  us  make  it  what  you 
want  it  to  be. 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 

Questions  and  suggestions  on  any  PCEA  activity  are  invited. 

530  West  6th  Street,  Los  Angeles  14  •  681  Market  Street,  San  Francisco  S 
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The  battle  over  Upper  Colorado  River  tranttnission  lines  was  called  a  “closed  book”  in  a 
speech  by  Reclamation  (kimmissioner  Floyd  Dominy  in  a  talk  before  the  Ck>lorado  Rural 
Electric  Assn.  Saying  that  so  far  as  he  is  concerned  the  controversy  has  ceased  to  exist,  he 
voicetl  the  hope  that  the  bureau  could  now  sit  down  with  the  co-ops  and  municipals  and  work 
out  the  best  plan  for  coordinated  basin-wide  operations  to  fully  utilize  existing  and  planned 
systems  "just  as  we  also  expect  to  sit  down  with  the  private  utilities  seeking  the  same  objective 
with  regard  to  their  systems.” 


Ci<)vernment  takeover  of  West  Kootenay  Power  &  Light  and  East  Kootenay  Power  Companies 
now  ap|rears  unlikely.  When  B.  C.’s  Premier  Bennett  announced  takeover  of  the  B.  C.  Electric 
and  Peace  River  Power  he  said  studies  w’ere  being  made  to  determine  if  the  two  interior  British 
(iolumbia  jxrwer  companies  should  also  be  expropriated.  Now’  he  states  surveys  have  shown 
that  no  great  advantage  would  result. 

There  may  be  many  factors  behind  this  decision.  The  W'est  Kootenay  P&L  is  a  subsidiary 
of  the  jK)werful  Omsolidated  Mining  &  Smelting  Uo.  In  addition,  a  number  of  the  cities  and 
municipalities  in  the  areas  buy  their  power  from  the  companies  and  have  their  own  distribu¬ 
tion  .systems.  Representatives  of  lb  Okanogan  and  Kfxnenay  municipalities  have  organized  a 
petition  to  the  government  opposing  any  takeover  of  the  two  companies. 

There  is  also  the  important  {xditical  fact  that  Premier  Bennett's  own  seat,  as  well  as  the 
seats  of  a  number  of  members  of  his  government,  including  several  cabinet  ministers,  are  in 
the  area  that  might  be  affected  if  the  government  went  contrary  to  the  expressed  wish  of  the 
citizens  in  this  matter. 


First  tentative  time  table  for  the  development  of  the  Cxrlumbia  River  w'as  given  by  Williarii 
I).  Kennedy,  economic  adviser  for  the  B.  C.  Power  Commission,  in  an  application  at  public 
hearings  at  Revelstoke,  B.  C.,  for  a  water  license  for  the  estimated  $458  million  jxjwer  and 
fl(Hxl  control  project.  Kennedy  outlined  the  proposed  construction  schedule  as:  I%8— con¬ 
struction  starts;  1970— storage  dam  completed;  1975— generators  installed  at  Mica  Oeek. 
Kennedy  said  if  load  growth  demanded  it  generators  could  be  installed  when  the  storage  dams 
were  completed  in  1970. 


Ihiofficial  re|X)rts  from  reasonably  authoritative  sources  in  Vancouver  indicate  the  British 
Columbia  government  pro|)ose$  to  form  its  own  construction  company  to  build  the  pro|X)sed 
Peace  River  Dam  and  other  parts  of  the  power  project.  Reports  state  negotiations  have  already 
Iteen  opened  with  building  trades  unions  in  connection  with  this  development. 


Plans  of  the  B.  C>.  Power  (k>rp.  to  sue  the  B.  C.  government  in  an  effort  to  secure  better 
settlement  for  the  purchase  of  its  B.  C^.  Electric  subsidiary  appeared  dtKtmed.  Premier  Bennett 
has  indicated  that  the  government  will  take  no  second  hxjk  at  the  deal.  Under  the  terms  of 
legislation  taking  over  BCiE,  that  organization  cannot  now  be  sued  except  with  the  preconsent 
of  the  provincial  government.  This  clause  also  has  the  effect  of  making  the  B.  C.  Electric 
nonsuable  for  any  accident  or  other  matters  unless  the  government  approves. 


■Seattle’s  right  to  condemn  land  needed  for  City  Light’s  proposetl  Boundary  Dam  near  the 
Canadian  border  is  challenged  in  a  suit  filed  in  King  County  Superior  Court  Oct.  S  by  Robert 
E.  Beezer,  attorney.  Beezer  contends  the  city  lacks  authority  to  bring  a  condemnation  suit 
against  the  Pend  Oreille  Cx)unty  PUD,  which  owns  .sf>me  of  the  land  needed  for  the  $100  million 
project.  He  asks  the  court  to  enjoin  the  city  from  spemling  any  public  funds  on  the  project 
and  to  restrain  the  city  from  beginning  any  condemnation  actions. 
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The  PUD,  which  wanu  to  build  a  dam  on  the  same  Pend  Oreille  River,  has  petitioned  the 
U.  S.  (k>urt  ol  Appeals  to  review  and  set  aside  the  order  by  the  FPU  granting  C>ity  Light  the 
right  to  build  Boundary  Dam. 

Park  Electric  CaM)perative  must  stop  furnishing  service  within  the  city  of  Livingston,  about 
125  miles  east  ol  Butte.  The  order  by  District  Judge  VV.  \V.  Lessley  also  held  that  the  Mon¬ 
tana  Power  Ck).  pay  the  ctwperative  $19,412  for  work  done  in  Livingston's  star  addition.  The 
co-op  had  served  the  addition  with  electricity  since  November  1959,  but  in  19(i()  the  area  w’as 
annexed  by  the  city,  where  Montana  Power  holds  an  exclusive  franchise.  Lessley  said  the  cooper¬ 
ative  must  be  reimbursetl  for  its  work  because  .Montana  Power  Co.  w'as  tardy  in  starting  the 
legal  suit. 

rhe  Billings  area  in  future  years  could  become  the  center  of  the  largest  concentration  of 
power  generation  in  Montana,  John  E.  Cairette,  presiilent  of  .Montana  Power,  told  a  group  of 
business  leaders  and  utility  managers.  He  saiil  that  steam-electric  generation  of  }X)wer  would 
bec«)me  increasingly  im|X)rtant  in  the  next  10  to  15  years  and  Billings  would  be  the  site  of 
the  first  such  plant  to  be  built.  These  steam-electric  plants  would  utilize  the  large  supply  of 
coal  at  Uolstrip,  which  the  .Montana  Power  Co.  acquired  from  the  Northern  Pacific  Railroad 
several  years  ago,  he  |}ointed  out.  More  than  00  million  tons  of  coal  are  available  at  that 
lo(  ation. 


WESTERN  GROWTH 

Work  has  begun  on  the  construction  of  a  new  De  Sabla  power  house  in  Butte  County, 
according  to  S.  L.  Sibley,  vice  president  and  general  manager  of  Pacific  Gas  and  Electric  Co. 

I  he  project,  scheduled  for  completion  in  the  w’inter  of  1962,  will  cost  $3.5  million. 

The  present  jjower  house  and  equipment  will  be  removed  and  a  new  concrete  structure  will 
be  built.  A  single  new  outd(M)r  type  turbine-generator  unit  of  18,500  kw  capacity  will  replace 
lour  existing  units  that  have  a  combined  generating  capacity  of  13,000  kw.  The  work  includes 
the  installation  of  a  new  steel  pensttKk  pipe  from  the  forebay  reservoir  to  the  plant.  The  pen- 
st(Kk,  6,(K)0  ft  long  ami  varying  in  diameter  from  60  to  42  in.,  will  replace  two  existing  .30-in. 
diameter  pipes. 

rhe  Ice  Harbor  Dam  project  on  the  Snake  River  near  Pasco,  Wash.,  became  operational  this 
week  when  the  .\rmy  (;orps  of  Engineers  moved  in  part  of  the  dam's  permanent  operating  staff 
at  the  power  house.  First  power  from  the  project  is  expected  to  go  on  the  line  in  December. 

Staff  members  assigned  this  week  include  Vernon  H.  (aipp,  hydroelectric  project  siqrerin- 
tendenf,  John  T.  Blair,  electrical  crew  foreman;  Harvey  D.  Redden,  mechanical  maintenance 
trew  foreman;  and  Duane  Downing,  operations  engineer  at  .McNary  Dam,  downstream  on  the 
Ck>lumbia,  who  also  will  serve  as  project  engineer  at  Ice  Harbor. 

I'he  $135  million  dam  will  have  three  9(),()l)()  kw  generating  units. 

Bids  for  the  $5,000, 000  Packwood  l.ake  hyilroelectric  project,  on  the  Western  slope  of  .Mt. 
Rainier,  have  been  calletl  by  the  Washington  Public  Power  Supply  System,  for  opening  Nov.  10 
in  Seattle. 

The  Portland  District  Engineer  has  ann«)unced  his  (»ffice  will  invite  bids  Tuesdav,  Oct.  17, 
on  the  last  major  contract  at  Cougar  Reservoir  on  the  South  Fork  .McKenzie  River— excavation 
and  construction  of  the  power  house,  incliuling  installation  of  government  furnishetl  equip¬ 
ment.  The  district  has  estimated  the  cost  of  the  power  house  and  excavation  to  be  in  excess 
ol  $900,000.  C^ougar  Reservoir,  50  miles  east  of  Eugene,  is  a  $54,700,0(M)  unit  in  the  .\rmy 
Engineers'  comprehensive  plan  for  development  of  the  Willamette  River  Basin.  The  tlam 
will  have  two  generating  units  with  a  total  installed  capacity  of  25,000  kw  and  which  are 
expected  to  be  in  operation  by  November  1963. 

Chelan  Countv  PUD  officials  said  recently  that  all  seven  Rocky  Reach  Dam  generators  were 
ready  for  operation.  However,  they  added  that  all  generators  at  the  big  775, 0(M)  kw  Columbia 
River  Dam  would  not  be  running  simultaneously  during  fall  and  winter  months  becairse  of  low 
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water  conditions.  The  project  was  started  in  October  1956.  It  is  now  basically  complete,  but 
some  finishing  work  remains  and  formal  dedication  of  the  project  wr)n’t  be  held  until  next  year. 


MANUFACTURERS  NEWS 


Bechtel  Ck>rp.  of  .San  Francisco  has  been  retained  by  the  C^alifornia  Department  of  Water 
Resources  for  the  design  of  the  underground  power  plant  at  Oroville  Dam  on  the  Feather  River, 
key  unit  in  the  state’s  water  development  program.  The  plant  will  be  located  in  an  excavatetl 
(hamber  in  the  left  abutment  of  the  dam  site.  The  initial  installed  capacity  of  600,()(M)  kw  is 
subject  to  later  enlargement  to  1,200,000  kw. 

0)>erations  have  been  resumed  at  the  Kitimat,  R.  C.,  plant  of  the  Aluminum  O).  of  Cianada 
after  a  three-month  shutdown  for  tunnel  repair.  Emergency  power  plants  have  been  turned 
off  and  more  than  1,4(M)  are  being  returned  to  work  slowly.  It  took  about  .^00  workers  on  the 
repair  job.  Northern  C^onstruction  C'xi.  and  j.  W.  Stewart  I.td.  had  the  contract  and  completed 
it  without  a  single  accident. 

.4  million-dollar  S45-kv  air  blast  circuit  breaker  order  has  been  receivetl  by  the  General 
Electric  (x).’s  high  voltage  switchgear  department  in  Philadelphia.  The  breakers  are  destined 
for  use  in  .Arizona  Public  .Service  C^o.’s  Four  (>)rners  project,  which  originates  in  the  coal  fields 
on  the  Navajo  Indian  Reservation  near  Farmington,  N.  .M.  From  there  |)owcr  is  dispatched 
along  the  310-mile,  345-kv  line  to  help  provide  current  lor  the  company’s  161.514  consumers 
in  Phoenix. 


CONTRACTORS  ACTIVITIES 


.4  marketing  survey  to  determine  who  is  doing  what  as  far  as  interior  wiring  is  concerned 
has  been  conducted  in  the  Oakland,  .4lameda  County,  area  during  the  past  month  umler  spon- 
s<irship  of  the  National  Wiring  Bureau.  Similar  surveys  were  recently  made  in  .Salt  Lake  City, 
•Seattle  and  in  .San  Mateo  County  in  the  West.  The  surveys  determine  the  number  of  electrical 
contractors,  the  number  of  electricians,  the  percentages  of  union  ami  nonunion,  the  extent  of 
the  wiring  market  and  any  contributing  hnal  factors. 

.\s  a  beginning  fielil  test  of  a  metbcMl  of  obtaining  a  satisfactory  low-resistance  ground  path 
return  for  electrical  circuits,  a  methml  found  effective  in  an  18-ycar  study  of  such  a  means 
employed  at  ammunition  bases  in  the  deserts  of  the  West,  Walter  Rawlins,  contractor  at  Bishop, 
Calif.,  is  installing  such  a  system  in  a  residence.  E.ssentially  it  connects  the  steel  reinforcing  rmis 
used  in  the  foundation  of  the  building  and  make's  use  of  this  grid  as  the  grounding  electro<le. 
Pressure  of  the  foumlation  upon  the  earth  and  jK)ssiblc  retention  of  moisture  is  thought  to 
account  for  the  satisfactory  low-resistance  ground.  Herbert  Ci.  Ufer  presented  a  paper  on  tbe 
subject  citing  the  ammunition  base  experience  to  the  Pacific  Regional  .Meeting  of  .4IEE  in  .Salt 
l.ake  City  in  June.  Ihiderwriters’  Laboratories,  for  whom  Ufer,  now  retiretl,  used  to  be  Western 
superintendent,  has  asketl  him  to  continue  the  stiuly  for  the  benefit  ol  the  National  Electrical 
(lode. 

Boise  city’s  electrical  code  has  been  changed  to  permit  the  use  ol  nonmetallic  sheath  cable 
conductors  in  single-  ami  two-family  dwellings.  Prior  to  this  change  metal  conduit  was  required. 
The  sheath  cable  has  been  extensively  used  in  areas  outside  of  the  city  for  some  years  with 
satisfactory  experience. 

The  end  of  carlx>n-arc  lamps  along  Main  Street  of  .Salt  Lake  City  was  brought  about  last 
month  by  a  new  installation  made  by  Wasatch  Electric  Co.  of  some  70  standards,  with  a  T 
formation  of  three  fluorescent  units  each,  from  .South  Temple  to  5th  South  Streets.  .4  test 
installation  on  4th  .South  marie  over  a  year  ago  set  the  pattern  for  the  new  job.  Each  standard 
with  its  three  fixtures  prrxluces  87,0(K)  lumens  r)f  light,  making  .Main  Street  one  of  the  best 
lighted  streets  in  the  world. 
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Of  the  five  issues  subiniiteil  to  the  Ck>uncil  on  Industrial  Relations  from  Los  Angeles 
Cihapter,  NEC^A,  in  dispute  with  hnal  union  No.  11,  IBEVV,  wages  was  only  one.  Date  of  the 
contract’s  beginning  was  determined  to  be  July  I  instead  of  June  1.  The  extra  holidays 
requested,  the  parking  fees  requested  and  changes  in  the  appeals  committee  and  savings  plan 
were  not  granted.  It  is  a  three-year  agreement  with  wage  increases  of  25 f  for  the  first  year 
effective  -Aug.  21,  I9()l,  and  12f  in  six-month  increments  for  each  of  the  next  two  years.  This 
brings  the  journeyman  wireman  rate  to  $4.90  now  and  ultimately  will  be  $5..H8  in  1964.  The 
line  construction  agreement  is  virtually  the  same. 

Los  .Angeles  C^hapter,  National  Electrical  Carntractors  Assn.,  lias  been  putting  on  a  series  of 
two-day  workshops  and  lias  more  scheduled  in  the  future.  It  has  held  a  “self-appraisal”  work¬ 
shop.  one  on  “electric  heating”  and  one  on  “overhead.”  .Another  is  scheduled  for  Dec.  8  and  9 
on  “Organizing  for  Electrical  (Contracting  Management.”  Also  planned  is  a  10-week  estimat¬ 
ing  course  which  started  in  October  with  an  enrollment  of  35. 

Norman  Dean,  labor  relations  coordinator  for  the  Los  .Angeles  Chapter,  NE(;.A,  has  been 
ap|K)inted  secretary  of  the  publicity  committee  for  the  second  California  (Conference  of  Elec¬ 
trical  .Apprenticeship  to  be  held  in  Los  .Angeles  .April  25-27  at  the  Statler-Hilton.  E.  H.  Ballard 
is  the  southern  (California  chairman. 

Strung  opposition  came  from  the  District  6  (Council,  comprisetl  of  chapters  of  NE(C.A  in  the 
Northwest,  against  the  proposed  national  agreement,  apparently  approved  by  NE(C.A  executive 
committee,  to  set  up  employment  terms  and  increase  the  benefit  fund  assessment  to  6^  to  cover 
increased  pensions,  health  and  welfare  benefits,  training,  an  industry  fund  and  administration. 
While  not  on  the  official  program  for  disdission  at  NEC-A  convention,  it  was  bound  to  be 
strongly  opj>osetl  at  the  board  of  governors’  meeting.  District  6  (Council  sent  to  all  chapters 
and  to  NE(C.A  vice  presidents  a  strongly  worded  protest.  It  also  sent  out  a  resolution  to  specify 
and  clarify  the  point  that  the  resolution  adopted  by  Districts  6,  8  and  9  in  .April,  asking  for  an 
“NE(C.A-IBEW  summit  conference”  to  explore  causes  and  to  make  and  promote  recommenda¬ 
tions,  was  intended  for  advice  only  to  be  adopted  in  hnal  areas.  It  was  not  to  approve  a  national 
agreement  with  increased  pensions. 

How  the  strike  of  the  IBEW  Local  1081  at  Kennecott  (Copper  (Corp.  affected  contractors,  as 
reported  in  our  last  News  Letter,  was  questioned.  .Although  Local  1081  is  a  maintenance  and 
prcHluction  local,  practically  all  members  of  it  hold  Utah  state  contractors’  licenses  and  were 
busy  during  the  strike  competing  with  contractors  for  interior  wiring  in  the  area.  The  inside 
l(Kal  likewise  saw  nothing  wrong  in  permitting  many  strikers  to  do  work  on  construction  in 
the  area.  ^.Moreover,  the  entire  economy  of  the  area  was  affected  by  the  shuttlown  for  almost 
two  months  of  the  big  copper  operation. 

Electrical  Maintenance  Engineers  Assn,  of  California  announces  the  formation  of  two  new 
groups,  one  in  Orange  (County,  which  started  in  July,  and  another  in  San  Diego.  Paul  Holder, 
.Advance  Electric  (Co.,  an  electrical  contractor,  is  chairman  of  the  Orange  (County  group.  .A.  W. 
.Murphy  of  (ieneral  Dynamics  Electronic  Division  is  organizing  the  San  Diego  group,  which 
had  its  initial  meeting  Sept.  12  at  San  Diego  Gas  &  Electric  (Co.  hall. 

Ins|>ectois  of  three  states  plus  city  inspectors  meet  Oct.  24  with  the  Inland  Empire  (Chapter, 
NE(C,A,  to  discuss  mutual  problems  in  the  Inland  Empire  region.  Washington  State  Inspector 
John  Hewitt,  Oregon  State  (Chris  Klawa,  Idaho  State  .Mark  Lundy  are  special  guests  with  some 
16  state  inspectors  and  12  city  inspectors  also  inviteif. 

■A  room  air  conditioner  certification  program  as  a  means  of  preventing  some  of  the  abuses 
in  selling  is  being  instituted  by  the  National  Electrical  .Manufacturers  .Assn,  for  1962.  All  1962 
nuHlels  made  by  participating  manufacturers  must  be  certified  whether  manufactured  after  that 
ilate  or  earlier  and  the  program  is  open  to  all.  E 'LL  will  do  the  testing.  The  rating  must  be 
expressed  in  terms  of  Btu/hours  as  provided  for  in  the  NE.M.A  Standards  rather  than  the  inac¬ 
curate  horsepower  ratings  which  cause  misunderstandings  and  confusion. 

.Spot  cooling  of  fluorescent  luminaires  to  provide  a  constant  light  output  over  a  wide  tem¬ 
perature  range  was  introduced  at  the  lES  national  conference  in  St.  Louis  by  Line  Material 
Industries.  .A  thermoelectric  heat  pump  is  usetl  tt)  spot  c(K)i  the  lamps.  On-off  control  of  the 
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power  into  the  heat  pumps  is  done  by  means  of  a  thermostat  monitoring  the  cooled  spot  tem¬ 
perature. 

Swimming  pools  have  become  a  status  symbol  and  the  symbol  is  rated  higher  if  there  is 
lighting.  However,  pool  lighting  poses  some  electrical  hazards  that  inspectors  have  been  seeking 
to  eliminate.  W'illiam  Eppard,  president  of  Kim  Lighting,  Los  Angeles,  told  Southern  (Cali¬ 
fornia  Chapter,  lAEI,  that  water  in  the  deck  box  is  the  main  cause  of  deterioration  because  the 
chlorine  chemically  attacks  the  copper  in  stranded  w’ire.  The  fabric  in  the  cord  acts  as  a  wick, 
allowing  water  to  enter  the  box.  He  recommended  built-in  water  seals,  ground  terminals, 
stainless  steel,  copper  or  brass  be  used  in  place  of  aluminum  and  that  standards  for  low- 
voltage  wiring  include  isolation  of  primary  and  secondary  windings,  both  protected  by  fuses, 
and  that  an  approved  transformer  be  at  least  10  ft  from  the  pool  and  all  lamps  used  with  a 
lens  in  front  of  the  lamp. 


ASSOCIATION  REPORTS 

The  School  Lighting  Guide  just  announced  by  the  Illuminating  Engineering  Society  at  its 
annual  technical  timference  in  St.  Louis  was  the  culmination  of  many  years’  work  by  a  joint 
committee  with  members  Irom  the  lES,  .\IA  and  the  Conference  of  School  Officials.  John 
(;harlton  of  Toronto  schools  was  chairman  of  the  joint  committee,  which  had  on  it  as  Western 
members  Foster  Sampson,  consulting  engineer;  Henry  VV’right,  architect;  and  Charles  Gibson 
of  the  State  Division  of  .Sch(K)lhouse  Planning,  California.  The  new  guide  was  approved  by 
lES  Council  and  goes  to  the  School  Section  Committee  of  American  Standards  .Assn,  for  final 
approval. 


From  the  Desk  of  H.  G.  Dillin,  President 
Pacific  Ca>ast  Electrical  As.sn. 


In  the  July  15  issue  of  the  .News  Letter  we  announced  this  year's  section  chairmen  and  vice 
chairmen,  and  the  dates  and  locations  they  had  selected  for  the  section  conferences.  We  are 
pleased  to  report  that  the  organization  of  their  guidance  committees  has  been  completed,  meet¬ 
ings  have  been  hehl,  ami  all  three  sections  are  well  on  their  way  toward  setting  up  their  con¬ 
ference  programs.  The  program  for  the  November  meeting  of  the  Administrative  .Services 
Section  will  be  mailed  to  our  members  on  Oct.  27. 

For  the  benefit  of  those  of  you  who  like  to  “plan  ahead,"  our  convention  schetlule  for  the 
next  four  years  is  as  follows: 

1962—  .May  16-18— .Ambassador  Hotel.  Los  .Angeles 

1963—  -May  15-17— Sheraton  Palace  Hotel,  .San  Francisco 

1964—  Nfay  20-22— Hotel  del  Goronado,  Goronado 

1965—  .May  19-21— Fairmont  Hotel,  San  Francisco 

The  general  chairman  of  the  1962  convention  will  be  Joseph  A.  Sinnutt,  vice  president, 
San  Diego  (ias  &  Electric  Go.;  and  he  will  be  ably  assisted  by  S.  W.  .Scott,  Pacific  district  man¬ 
ager,  (iraybai  Electric  Go.,  Los  Angeles,  and  Charles  A.  Wikle,  president,  .A.  S.  .Schulman 
Electric  Go.,  who  have  very  kindly  consented  to  serve  as  vice  chairmen.  They  have  advised  me 
that  they  will  soon  be  ready  to  announce  the  chairmen  of  the  various  convention  committees. 

It  is  a  pleasure  to  welcome  the  following  companies  as  new  members  of  PGEA:  -Allen- 
Braclley  Cio.,  Frank  J.  Gonnolly,  Los  .Angeles;  William  J.  .\shton  Go.,  W.  J.  .Ashton,  .San  Fran¬ 
cisco;  Baldwin  Extruded  Products  Inc.,  W.  Sidney  .\ilken,  Downey;  Electric  Lighting  .Sales 
Inc.,  Glenn  .\.  Nelson.  Stockton;  Ktaloy/flhemtrol  Go.,  Ben.  N.  .Schiewe,  .Santa  .Ana;  Garl  S. 
Rohr,  electrical  contrac  tor,  Garmel. 

Once  again,  my  sincere  thanks  to  all  of  you  who  have  contributed  so  vigorously  and 
ettthusiastically  toward  the  development  of  the  plans  for  this  administration. 
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HIGHEST !  Anderson  Aluminum  Dead  End  Strain  Clamps 


Compact 


Higher  Strength 


Lighter  Weight 


('orrosion  Resistant 


ANDY 


an  ultimate  strength  higher  than  alum¬ 
inum  or  ACSR  conductors,  or  the  insu¬ 
lators  with  which  they  are  normally  used. 

to  give  added  protection  to  conductors 
during  vibration. 

.  .  manufactured  from  non-corrosive,  sili¬ 
con  bearing  #356-T6  aluminum  alloy. 

size  for  size  as  compact  as  any  on  the  market. 
Insures  necessary  clearance  and  makes  for  extra 
neat  appearance. 

Flared  Mouth  .  .  .  protects  conductor  from  chafing  damage 
caused  by  vibration. 

DERSON  ELECTRIC 

Research! Quality  f  Performance  jin  Aluminum  and  Bronze  Products 

LEEDS,  ALABAMA 


o 


